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8503190111 Notification of 850308 meeting w/util in Bethesda.MD to discuss task analysis for detailed control 'com ctasic.n rovifw.
LICITRA.E.A. Licensing D-anc.u 3" fia/DS'S-'. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29442:172-29442:174.
8503200488 Forwards interim findings on adequacy of State of AZ & Maricopa County offsite radiological emergency response plan.Plan adequate. KRIMM.R.W. Federal Emergency Management Agency. 85/03/15. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 8pp. 29427:145-29427:152.
H. General correspondence
8503180066 Informs that RM Butler named as director of technical svcs. RM Butler resume encl. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29386:036-29386:038.
J. Insurance & indemnity information
8503050439 Forwards Endorsements 1 & 2 to NELIA Policy N-88 & MAELU Policy M-SS.respectively. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/26. Office of Nuclear Reactor Regulation, Director. 5pp. 29206:026-29206:030.
8503200457 Forwards executed Amends 2 & 3 to Indemnity Agreement B-95. adding Los Angeles Dept of Water & Power as party to indemnity agreement & providing substitutes for Items 1,2a & 3 & amending Item S.respectively. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/14. Office of Nuclear Reactor Regulation, Director. 8pp. 29429:198-29429:205.
8503280050 Forwards Amends 2 & 3 to Indemnity Agreement B-95. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/14. FOGARTY,D.J. Southern California Edison Co. 4pp. 29552:328-29552:331.
K. Utility Final Safety Analysis Report (FSAR) & amends
8503010135 Amend 14 to FSAR for Palo Verde Nuclear Generating Station, Units 1,2 & 3.W/850228 ltr.W/67 oversize rnaps.Aperture cards available in PDR. VAN BRUNT.E.E. Arizona Public Service.Co. 85/02/28. 1685pp. 29200:001-29204:245.
8503210081 Forwards change page list for Amend 14 to FSAR. WHITFIELD.LM. Bechtel Corp. 85/03/06. NRC - No Detailed Affiliation Given. 1p. 29463:294-29463:306.
-8503210092 Change page list for Amend 14 to FSAR. * Bechtel Corp. 85/03/06. 12pp. 29463:295-29463:306.
P. Operating license stage documents & correspondence
8502070092 Advises of upcoming visit to obtain util views on regulatory requirements believed to have marginal importance to safely, but which impose high burden on util or NRC.FR notice & visit details encl.
KNIGHTON.G.W. Licensing Branch 3. 85/01/29. VAN BRUNT.E.E. Arizona Public Service Co. 7pp. 28807:042-28807:048.
8503040515 Forwards request for addl info re 841202 repts on software mods to core protection calculator.
KNIGHTON.G.W. Licensing Branch 3. 85/01/31. VAN BRUNT.E.E. Arizona Public Service Co. 4pp. 29218:339-29218:342.
8503140236 Notification of 850206 meeting w/util & C-E in Bethesda.MD to discuss software mods to CPC.
LICITRA.E.A. Licensing Branch 3. 85/02/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29375:107-29375:109.
8503190117 Summary of 850206 meeting w/util & C-E in Bethesda.MD re proposed responses to NRC request for info on mods to core protection calculator software. LICITRA.E.A. Licensing Branch 3. 85/02/25. Licensing Branch 3. 4pp. 29442:074-29442:077.
8503050339 Informs that 850131 Itr submitted to fulfill requirement of License Condition 2.C(23) to License NPF-34 re chemistry control & sampling sys also applies to Units 2 & 3. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/26. KNIGHTON.G.W. Licensing Branch 3. 2pp. 29207:316-29207:317.
8503140229 Notification of 850315 meeting w/util & C-E in Bethesda.MD to discuss scope of Chapter 15 accident reanafysis.
LICITRA.E.A. Licensing Branch 3. 85/03/04. KNIGHTON.G.W. Licensing Branch 3. 3pp. 29375:110-29375:112.
8503210304 Notification of change to 850314 meeting w/util & C-E in Bethesda,MD to discuss scope of Chapter 15 re reanatysis for facility.
LICITRA.E.A. Licensing Branch 3. 85/03/06. KNIGHTON.G.W. Licensing Branch 3. 13pp, 29479:284-29479:286.
8503210426 Forwards results of investigation of allegation,NRC Concern RV-84-A-087,Number 154,in response to NRC 850131 Itr.Further investigation required on first concern.lnvestigation expected to be completed by 850415. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/07. KIRSCH.D.F. Region 5, Office of Director. 11pp. 29462:283-29462:293.
8503140328 Forwards nonproprietary & proprietary Rev 1 to CEN-297(V), "Response to Questions on Palo Verde Nuclear Generating Station Unit 1,Rev I.Core Protection Calculator Software." Proprietary version withheld (ref 10CFR2J90). VAN BRUNT.E.E. Arizona Public Service Co. 85/03/08. KNIGHTON.G.W. Licensing Branch 3. 7pp. 29352:179-29352:204.
~8503140337 Nonproprietary Rev 1-NP to, "Response to NRC Questions on Core Protection Calculator Software,Palo Verde Nuclear Generating Station.Unit 1." * Combustion Engineering, Inc. CEN-297(V)-NP R01. 85/02/28, 19pp. 29352:186-29352:204.
8503140375 Forwards technical justification on Table 10.3.4-2. "Deletion of Abnormal Limits," in response to 850221 request for addl info re 841221 & 850131 Itrs concerning CESSAR changes & chemistry control sampling sys.respectively VAN BRUNT.E.E. Arizona Public Service Co. 85/03/08. KNIGHTON.G.W. Licensing Branch 3. 9pp. 29357:224-29357:232.                                                                            a
8503140324 Protests payment of license fees.Requests refund of portions found excessive.Conference to discuss resolution of protests & requests for refund reauest-ed. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/11. MILLER WO License Fee Management Branch. 2pp. 29356:346-29356:347.
8503260145 Forwards SSER 7,Sectipn 2.5.4.3 re foundation stability of subsurface rnatls in response to 831203 allegation concerning safety p-cblcrn as result of broken underground water lines. ;\ \oc,R\ior- sa: siaclors;--1 rosclvotf.
THOMPSON,H.L. Division of L:ce"!sr.c. Hb-OS.T:. JiiN.M'N-GS.M. Mesa Tribunp Mesa, AZ. 6pp. 29518:255-29518:273. "                                          '                           '
8503180265 Requests confirmation of interpretation of 10CFR50.59 re rrak-'ra changes.tests or experiments not described in SAR w/o prior NF^C aporova. :f crar-ce does not involve unreviewed safety questions or require Teen Spec cnanqe VAN BRUNT.E.E. Arizona Public Service Co. 85/03/12. KNIGHTON.G.W. Licensing Branch 3. 1 p. 29385:359-29385:359.                                                                              a
8503250189 Forwards request for addl info re changes to primary & secondary safety valves.per util 841218 transmittal. Discussion should be provided on overall effects of plant specific changes.Info requested within 2 wks.
KNIGHTON.G.W. Licensing Branch 3 85/03/12. VAN BRUNT.E.E. Arizona Public Service Co. 4pp. 2949C-?.B7-294<)6-290
8503270100 Forwards list of revised pages to FSAR Amend 14.Minor revs provided informally on 840307. VAN BRUNT.E.E. Arizona Public Service Co. 85/03/19 KNIGHTON.G.W. Licensing Branch 3. 13pp. 29527:161-29527:173.
Q. Inspection reports, IE Bulletins & correspondence
8503110172 Forwards Insp Repts 50-528/85-03 & 50-529/85-03 on 850114-17.No violations noted.
WENSLAWSKI.F.A. Region 5, Office of Director. 85/02/12. VAN BRUNT.E.E. Arizona Public Service Co. 2pp. 29306:159-29306:163.
-8503110177 Insp Repts 50-528/85-03 & 50-529/85-03 on 850114-17.NO noncompli-ance noted.Major areas inspected:followup on unresolved items identified during previous insp.
HAMADA.G., YUHAS.G. Region 5, Office of Director. 85/02/11. 3pp. 29306-161-29306:163.
8503130179 Forwards Insp Repts 50-528/85-02,50-529/85-02 & 50-530/85-02 on 850121-25.No violation noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/13. VAN BRUNT.E.E Arizona Public Service Co. 1p. 29366:061-29366:070.
-8503130188  Insp  Repts 50-528/85-02,50-529/85-02 &  50-530/85-02 on 850121-25.Nq violation or deviation noted.Major areas inspected:craft training.QA program surveillance responsibilities.operational staffing & IE circulars. SORENSEN.G.C.. WAGNER.W.J., NARBUT.P.P. Region 5, Office of Director 85/02/ 11. 8pp. 29366:062-29366:070.
8503150422 Forwards Insp Repts 50-528/84-63 & 50-529/84-42 on 841215-850131.No noncompliance noted.
KIRSCH.D.F. Region 5, Office of Director. 85/02/22. VAN BRUNT.E.E. Arizona Public Service Co. 1p. 29392:312-29392:326.
-8503150434 Insp Repts 50-528/84-63 & 50-529/84-42 on 841215-850131.No violation or deviation noted.Major areas inspected:plant activities.initial fuel loading.survellance testing,plant maint & operational testing activities.
ZIMMERMAN,R., CREWS.J., FIORELLI.G. Region 5, Office of Director. 85/02/21. 14pp. 29392:313-29392:326.
8503150434 Insp Repts 50-528/84-63 & 50-529/84-42 on 841215-850131.No violation or deviation noted.Major areas inspected.-plant activities.initial fuel loading.surveillance testinaplant maint & operational testing activities. ZIMMERMAN.R. Region 5, Office of Director. 85/02/21. 14pp. 29392:313-29392:326.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503040406 Provides interim response to IE Bulletin 84-03, "Refueling Cavity Water Seal." Design mods being implemented.Seals reinforced w/stainless steel pins in elastomer seal flange. Final response expected by 850430. VAN BRUNT.E.E. Arizona Public Service Co. 85/02/28. MARTIN.J.B. Region 5, Office of Director. 4pp. 29314:194-29314:197.
8503120470 Responds to NRC 831212 Itr re violations noted in Insp Rept 50-528/83-34.Corrective actions:remaining walkdown insps of conduit-to-conduit & conduit-to-tray separation will be completed prior to entry into Mode 4. VAN BRUNT.E.E. An'zona Public Service Co. 85/02/28. KIRSCH.D.F. Region 5, Office of Director. 3pp. 29313:079-29313:081.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70. "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New York, Inc. 109pp. 29481:193-29481:300.ntitled to favorable decision.Certificate of Svc encl. GUTTERMAN.A.H. Houston Lighting & Power Co. GUTTERMAN.A.H. Newman & Holtzinger. 85/03/12. Atomic Safety and Licensing Board Panel. 16pp. 29397:220-29397:235.
